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Tobacco 
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Laboratory 


2 Taft Court 
Rockviile, 
Maryland 20850 
(301) 294-8582 



October 9, 1990 


Mr. Roy C. Hilliard 
Ms. Brenda T. Hodge 
Mr.. William F. Kuhn 
Dr. Preston H. Leake 
Mr. James F. Nall 
Dr. Fred Schultz 

Dear TITL Board: 

I am enclosing revised Figures 1, 2, and 3 for the 5th interlab 
study. The correct grand mean values were originally lost somewhere 
between a spreadsheet and the file generated for the graphics program. 


Sincerely, 



Enclosures (3): 


PM3000880579 


Source: https://www.industrydocuments.ucsf.edu/docs/tlyk0001 

















